Chief Officer 
2nd Officer 
Ext 2nd Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Liverpool Bridge 
Oil/Bulk/Ore Carrier - 169,080 d.w.t. 
(ex Derbyshire II) 


Summer 1976 


(10/09/1976) 


Captain Davies W.A.D 
Chief Eng Officer Hansen F.G 





Lamont J.D 
Selby C.G 
Mcmahon A 
Coltman L.T.M 
Nesbitt D 
Neeves K.D 
Coulson G.A 
Middleton S.J 
McRae A 


Green F.R 
Taylor R.B 
O'Brien T.H 
Irvine J 
Johnson H.C 
Grattidge A.P 


Wright L.M 2nd Eng Officer 
Knowles R.J.P 3rd Eng Officer 
Carroll M.1.J Ext 3rd Eng Officer 
Taylor R.W Ext 3rd Eng Officer 
Box D.G 5th Eng Officer 
Pardoe T.R Ext 5th Eng Officer 
Walker R.S Jnr Eng Officer 
Cadet Act Jnr Eng Officer 

Electrical Officer 

C.P.0 Lord G.W 
Carpenter Glynn K 
Pumpman Puckett T.A 
Cook Frapwell K.G 
Storekeeper Butterworth T 
Winter 1976 
(23/02/1977) 
Captain Reeves M.M 
Chief Eng Officer Kirchin F.R 

Malpass N.H 2nd Eng Officer 
McClure S.A 3rd Eng Officer 
Kachno A Ext 3rd Eng Officer 
Hodgson R 4th Eng Officer 
Richards D.J Jnr Eng Officer 
Pardoe T.R Jnr Eng Officer 
Mackenzie A Engineer Cadet 


C.P.O 
Carpenter 
Pumpman 

Cook 

Storekeeper 


Engineer Cadet 
Electrical Officer 
Hodges A.J 
Blease T.V 
Kirkland D.J 
Mcleod A 
Jones C.E 





Rodgers G 
Quirk R.J 
Dixon R 


Autumn 1977 


(13/10/1977) 


Chief Officer McClure S.A 
2nd Officer Singh D 
3rd Officer Nield R.T 
Deck Cadet Perry D 


C.P.O 
Carpenter 
Pumpman 

Cook 
Storekeeper 


Captain Hunter M.J 
Chief Eng Officer Marsh N 


2nd Eng Officer 
3rd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Ext 4th Eng Officer 
Cadet Act Jnr Eng Officer 
Electrical Officer 
Hughes M 
Rolling W.J 
Frew T 
Frapwell K.G.A 
Kelly J 





Lamont J.D 
Cotton A 
Robinson A.J 
Stanton T.H 
Potter D.A 
Hulley P.G 
Sutherland K 


